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Montréal / Sept. 19, 1991 -- Walter Sisulu, African National Congress 
(ANC) Deputy President and Albertina Sisulu, President of the 
Federation of South African Women, will be speaking at a public 
meeting to be held at the Henry F. Hall Building of Concordia 
University, 1455 de Maisonneuve St. West (métro 
Guy/Concordia), Room 435, at 7:30 p.m. on September 22nd, 
E991. 
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